To:  Way,  Steven[way. steven@epa.gov] 

From:  Todd  Hennis 

Sent:  Wed  3/26/2014  3:11 :27  PM 

Subject:  Re:  Gold  King  Mine  - portal  work  - Thursday  0800 

Thursday  at  8 works. 

Todd 


On  Wednesday,  March  26,  2014  7:41  AM,  "Way,  Steven"  <way.steven@epa.gov>  wrote: 

Todd  - we  can  meet  at  the  BLM  office  on  Youngsfield  at  0800  tomorrow  for  couple  hours  as 
needed. 

Let  me  know  if  that  still  works  for  you. 

Steve 


From:  Todd  Hennis  I Personal  Emaii/Ex.  6 j 
Sent:  Tuesday,  March  25,  2014  9:50:32  AM 
To:  Way,  Steven 

Subject:  Re:  Gold  King  Mine  - portal  work 

Steve- 

You  can  try  me  by  phone  after  three  today.  Landline  of  office  303-569-0155.  Tomorrow 
could  work  too. 

Todd 


On  Tuesday,  March  25,  2014  9:40  AM,  "Way,  Steven"  <way.steven@epa.gov>  wrote: 

Todd, 

Let’s  find  a time  tomorrow  or  Thursday  to  discuss  the  path  forward  on  this.  Today  might 
work,  but  I have  a few  meetings  between  now  and  3.  Let  me  know  what  times  are  good 
for  you. 

Steve 
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